Incident Detail Report 

Data Source: Report Server 
Incident Status: Closed 
Incident number: CPD181117000618 
Incident Date: 11/17/2018 1:46:17 PM 
Printed: 12/12/2018 15:50 


Personnel Assigned 

Unit Name 

3221 19186 - Peel. Dustin P:22695 - Knox, David W 

8123 26290 - Reindl, Kelly N 

3225 26304 - Valentino, Rose M 

3240 25349 - Fillmore, Tytus William 

3235 30642 - Wallet. Joshua J:24095 - Broomes, Jamas D 

3243 18765 - Kohler, Eric J:21832 - Schulte, Mark A 

No Transports 


No Transport Legs 


Comments 
Date Time 

11/17/2018 13:46:17 
11/17/2018 13:46:54 
11/17/2018 13:47:36 
11/17/2018 13:47:42 
11/17/2018 13:47:57 
11/17/2018 13:48:26 
11/17/2018 13:48:57 
11/17/2018 13:49:16 
11/17/2018 13:50:11 
11/17/2018 13:50:47 

11/17/2018 13:51:47 


User 

SYS 

Bomar, Ryan K 
Bomar, Ryan K 
Bomar, Ryan K 
Bomar, Ryan K 
Bomar, Ryan K 
Bomar, Ryan K 
Smith, Amber L DIsp 
Smith, Amber L Disp 
Bomar, Ryan K 

Bomar, Ryan K 


11/17/2018 13:51:51 
11/17/2018 13:51:51 
11/17/2018 13:52:10 
11/17/2018 13:52:11 
11/17/2018 13:52:34 
11/17/2018 13:54:04 
11/17/2018 14:07:34 
11/17/2018 14:07:49 
11/17/2018 14:19:13 


Bomar, Ryan K 
Bomar, Ryan K 
Smith, Amber L Disp 
Smith, /Vnber L Disp 
Bomar, Ryan K 
Smith, Amber L Disp 
Smith, Amber L Disp 
Smith, Amber L Disp 
3240 


Conf Comment 

[1] Caller4mBi|t Wireless Type of Call: WPH2 Lat: '*’039.114519 Long: -084.605830 

[2] 2 MALE J/ FORCED ENTRY INTO FRNT DOOR. 

[3] SUSPS ARE 2 MB. 20S.. ALL BLK CLOTHING, #1,6’2, 250#,, #2, 5*9,160#, 

[4] NO WEAPONS SEEN. 

[5] HOUSE IS FOR SALE,, OWNER IS NOT HOME, 

[6] COMP IS ARMED W/., RET CINTI PO. BDG# 52 

[7] CORRECTION COMP IS ARMED W/ GUN 

[8] PO ADV 

[9] 3240 ADV 

[10] SUSPS ARRIVED IN A WHI HONDA CIVIC OR ACCORD,, UNK LIC #,VEH PARKED 2 HOUSES 
DOWN 

[11] ANOTHER VEH PARKED ON ST THAT COMP DOES NOT RECGONIZE,, GRY HONDA ACCORD 
OH LIC GXX1B96 

Y 112] [Query], BOLO: GXX1896.0H 

Y [13] [Query], RCIC VEHICLE: GXX1896.OH.2018,PC 

Y [14] [Query], BOLO: GXX1896,OH 

Y [15] [Query]. RCIC VEHICLE: GXX1896,OH,2018.PC 

[16] COMP DISCON LINE TO TALK TO PO ONSC. 

[17] 3221 SUSP STILL INSIDE ACCORDING TO COMP 

[18] [Notification] [CPD]-Problem changed from BE to SUSP by CPD 

[19] 3240 CHANGE TO SUSP 

[20] NOT A B&E. 2 M/B SUSPECTS MATCHING DESCRIPTION IN FACTS WERE LOCATED AND 
BRIEFLY DETAINED WITHOUT INCIDENT. COMPLAINANT ON SCENE AND SPOKEN TO. COMP 
WAS SURE FORCED ENTRY WAS MADE. HOWEVER. INVESTIGATION REVEALED THE 2 
INDIVIDUALS LOCATED INSIDE LEGALLY USED A LOCK BOX AS ONE WAS A REALTOR. HOUSE 
CHECKED, NO OTHER UNREPORTED DAMAGE LOCATED. IMMEDIATELY UPON DISCOVERING 
THIS. SGT FILLMORE MET WITH OFFICERS, AGREED THE B&E WAS UNFOUNDED AS IT WAS 
INACCURATELY REPORTED. AND BOTH INDIVIDUALS WAS TAKEN OUT OF HANDCUFFS. ON 
SCENE OFFICERS AND SGT FILLMORE EXPLAINED THE CIRCUMSTANCES OF THE RESPONSE TO 
THE INDIVIDUALS PRIOR TO GOING 26. ALSO, COMPLAINANT WAS SPOKEN TO AS WELL. 
COMPLAINANT ADMITTED ON SGT FILLMORE'S BWC THAT HE DIDNT HAVE A GOOD VIEW OF THE 
ENTRY AND MAY HAVE BEEN MISTAKEN. 


No Address Changes 


